DART AEROSPACE LTD 
Work Order: 


Description: 
FittinQ 
Part Number: 
04146-1 


Inspection 
Dwg: 
D4146 
Rev: A 
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FIRST ARTICLE INSPECTION CHECKLIST 


Drawing 
Actual 
Method 
of 
Tolerance 
Accept 
Reject 
Comments 
Dimension 
Dimension 
Inspection 


00.290 
+0.006/-0.001 


0.810 
+/-0.010 


00.550 
+/-0.010 


00.470 
+/-0.010 


00.330 
+/-0.010 
0.063 
+/-0.010 


1.79 
+/-0.030 


1.70 
+/-0.030 
1.59 
+/-0.030 


1.19 
+/-0.030 
0.84 
+/-0.030 
0.81 
+/-0.030 
0.50 
+/-0.030 


00.539 
+/-0.010 


9/16-18 UNF-3A 
N/A 


M.O.W. 
Max. 0.574 
Min 0.571 


Major 0 
Max. 0.562 
Min 0.554 
1/4" NPT 
N/A 
Handtight 
+/- 1 Turn 
EnQaQe 0.228 


I 


Measured 
by: 
1 
11 
Audited 
by: 
I 


Date: 
Date: 
------- 
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